


GM VAUXHALL 
Colours : CONFERENCE Colours : 


Green & White Striped Shirts Red Shirts 








(P should denote penalty) PLEASE NOTE (P should denote penalty) 
CHANGE OF REFEREE 
Linesman : Referee : Linesman : 
J.O'SULLIVAN C.JONES - PONTYPRIDD A. JARMAN 
(MERTHYR TYDFIL) (MERTHYR TYDFIL) 





(Red Trim) 4TH OFFICIAL - F.WOOD (ILCHESTER) (Yellow Trim) 






